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No.  5005 

16  ¥2  Inch  Sunburst.  One  Light  (150-200 
Watt).  Length  36  Inches.  Finishes:  Crome, 
Gold  or  Ivory  &  Gold.  Glassware:  Polished 
Crystal,  Crystal  Satin,  Beige.  Standard 
quantity  4. 


No.  7007 

Width  16  ¥2  Inches.  Length.  14  Inches. 
Finish:  White  &  Gold.  Glassware:  Satin 
White  or  Beige.  Standard  quantity  4. 


No.  5007 

16  ¥2  Inch  Sunburst.  Finishes:  Crome,  Gold, 
or  Ivory  &  Gold.  Glassware:  Polished 
Crystal,  Crystal  Satin,  Beige.  Standard 
quantity  4. 


No.  7005 

Six  Light.  Bottom  Control  Switch.  Width 
16  ¥2  Inches.  Length  36  Inches.  Finish: 
White  &  Gold.  Glassware:  Beige  or  Satin 
White.  Standard  quantity  4. 


No.  1050 

Two  Light.  Width  12V2  Inches.  Finish:  Ivory 
&  Gold  or  Crome.  Glassware:  Beige,  Rose, 
Blue,  Green,  Satin  White.  Standard  quan¬ 
tity  6. 


No.  40 

Width  7V4  Inches.  Finishes:  Ivory  or  Crome. 
Glassware:  Beige,  Rose,  Blue,  Satin  White. 
Standard  quantity  12. 


No.  115 

Two  Light.  Width  15 
Inches.  Length  36  Inches. 
Finish:  Ivory  &  Gold. 

Glassware:  Beige  or  Satin 
White.  Standard  quan¬ 
tity  4. 


No.  711 

Width  9%  Inches.  Finish:  Ivory.  Glass¬ 
ware:  Beige,  Rose,  Blue,  Green,  Satin 
White.  Standard  quantity  12. 


Width  11 14  Inches.  Finish:  Ivory  &  Gold. 
Glassware:  Beige,  Rose  Blue,  or  Green 
trim.  Standard  quantity  6. 


No.  712 

Two  Light.  8  Inch  Glass. 
Finishes:  Crome  or  Ivory. 
Glassware:  Satin  White  or 
Beige,  Blue,  Rose,  Green 
Trim.  Standard  quantity  12. 


No.  650 


No.  8005 

Three  Light.  Bottom  Control  Switch.  Width 
15  Inches.  Length  36  Inches.  Finishes: 
Ivory  &  Gold  or  Gold.  Glassware:  Beige 
or  Satin  White.  Standard  quantity  4. 


No.  3105 

One  Light  (150-200  Watt).  Width  15  Inches. 
Length  36  Inches.  Finishes:  Ivory  &  Gold 
or  Crome.  Glassware:  Beige  or  Satin  White. 
Standard  quantity  4. 


No.  8007 

Three  Light.  Width  15  Inches.  Finishes: 
Ivory  &  Gold  or  Gold.  Glassware:  Beige 
or  Satin  White.  Standard  quantity  4. 


No.  3007 

One  Light  (150-200  Watt).  Width  15  Inches. 
Finishes:  Ivory  <£  Gold  or  Crome.  Glass¬ 
ware:  Beige  or  Satin  White.  Standard 
quantity  4. 


No.  4005 

Three  Light.  Bottom  Control  Switch.  Width 
16  Vz  Inches.  Length  36  Inches.  Finish: 
Ivory  &  Gold  or  Crome.  Glass  decoration: 
Beige  or  Satin  White.  Standard  quantity  4. 


No.  4007 

Three  Light.  Width  I6V2  Inches.  Length 
15  Inches.  Finish:  Ivory  &  Gold  or  Crome. 
Glass  decoration:  Beige  or  Satin  White. 
Standard  quantity  4. 


No.  114 

One  Light  (150  Watt).  Width  15  Inches. 
Finish:  Ivory  &  Gold.  Glass  decoration: 
Beige  or  Satin  White.  Standard  quantity  4. 


No.  119 

Two  Light.  Width  15  Inches.  Length  36 
Inches.  Finish:  Ivory  &  Gold.  Glass  decora¬ 
tion:  Beige  or  Satin  White.  Standard 
quantity  4. 
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No.  6005 

Three  Light.  Bottom  Control  Switch.  Width 
17*/2  Inches.  Length  36  Inches.  Finishes: 
Crome  or  Gold.  Glassware:  Beige  or  Satin 
White.  Standard  quantity  4. 


No.  6105 

One  Light  (150-200  Watt).  Width  17  V2 
Inches.  Length  36  Inches.  Finishes:  Crome 
or  Ivory  &  Gold.  Glassware:  Beige  or  Satin 
White.  Standard  quantity  4. 


No.  1970 

Two  Light.  Width  131/2  Inches.  Finishes: 
Spunray  Gold  or  Spunray  Silver.  Glass¬ 
ware:  Polished  Crystal.  Standard  quan¬ 
tity  6. 


No.  6007 

One  Light  (150-200  Watt).  Width  17  V4 
Inches.  Finishes:  Crome  or  Ivory  &  Gold. 
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No.  107 

Beam  Light.  Width  7  Inches.  Finishes: 
Eggshell  or  Crome.  Glassware:  Polished 
Crystal.  Standard  quantity  12. 


No.  7001 

One  Light  (100-150  Watt).  Width  1216 
Inches.  Finishes:  Ivory  &  Gold  or  Crome. 
Glassware:  Beige,  Satin  White,  Blue,  Rose, 
Green.  Standard  quantity  6. 


No.  7002 

Two  Light.  Width  121/2  Inches.  Finishes: 
Ivory  or  Crome.  Glassware:  Beige,  Satin 
White,  Rose,  Blue,  Green.  Standard  quan¬ 
tity  6. 


Three  Light.  Width  1114  Inches.  Finishes: 
Crome  or  Spunray  Silver.  Glassware: 
Polished  Crystal.  Standard  quantity  12. 


No.  1302 

Two  Light.  Width  1114  Inches.  Finishes: 
Crome  or  Spunray  Silver.  Glassware: 
Polished  Crystal.  Standard  quantity  12. 


No.  1303 


No.  1955 

Width  13*/2  Inches.  Length  36  Inches. 
Finish:  Ivory  &  Gold  with  Spunray  Gold 
Reflector,  or  Crome  with  Spunray  Silver 
Reflector.  Glassware:  Crystal,  Satin  White, 
Beige.  Standard  quantity  6. 


No.  1900 

Width  13  Inches.  Finish:  Crome  &  Spun¬ 
ray  Silver,  Ivory  &  Spunray  Gold,  or  Ivory. 
Glassware:  Satin  White,  Beige.  Standard 
quantity  6. 


No.  1950 

Width  13  V2  Inches.  Finish:  Crome  &  Spun¬ 
ray  Silver,  Ivory  and  Gold  or  Ivory.  Glass¬ 
ware:  Beige,  Satin  White,  Rose,  Blue,  or 
Green.  Standard  quantity  6. 


No.  1901 

Width  10  Inches.  Finish:  Ivory 
&  Spunray  Gold  or  Crome  & 
Spunray  Silver.  Glassware: 
Crystal,  Satin  White,  Beige. 
Standard  quantity  6. 


No.  1905 

Width  131/2  Inches.  Length  36 
Inches.  Finish:  Ivory  &  Gold 
with  Spunray  Gold  Reflector, 
or  Crome  with  Spunray  Silver 
Reflector.  Glassware:  Beige, 
Satin  White.  Standard  quan¬ 
tity  6. 
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No.  725 

Width  11 V2  Inches.  Finish:  Ivory  &  Gold 
with  Spunray  Gold  Reflector  or  Crome 
with  Spunray  Silver  Reflector.  Glassware: 
Beige,  Rose,  Green,  Blue  Trim.  Standard 
quantity  6. 


No.  721 

Two  Light.  Width  IIV2  Inches.  Finish:  Ivory 
&  Gold.  Glassware:  Beige,  Rose,  Green, 
Blue  Trim.  Standard  quantity  6. 


No.  720 

Width  1 1 V2  Inches.  Finish:  Ivory  &  Gold. 
Glassware:  Beige,  Rose,  Blue,  Green  Trim. 
Standard  quantity  6. 


No.  722 


Two  Light.  Width  141/2  Inches.  Finish:  Old 
Ivory.  Glassware:  Beige,  Rose,  Blue  Green 
Trim.  Standard  quantity  6. 


Width  1114  Inches.  Finish:  Ivory.  Glass¬ 
ware:  Beige,  Rose,  Blue,  Green,  Polished 
Crystal,  Crystal  Etched.  Standard  quan¬ 
tity  6. 


No.  724 

Two  Light:  Width  141/2  Inches.  Length  36 
Inches.  Finish:  Ivory  &  Gold.  Glassware: 
Beige,  Blue,  Rose,  Green  Trim.  Standard 
quantity  6. 
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No.  Ill 

Width  7  Inches.  Finishes:  Ivory 
or  Crome.  Glass  Colors:  Beige, 
Crystal,  Rose,  Blue,  Crystal  Satin. 
Standard  quantity  12. 


No.  112 
Width  11>4 
Inches.  Finish: 
Ivory  &  Gold. 
Glass  Colors: 
Beige,  Crystal,  Rose, 
Blue,  Green,  Crystal 
Satin. 

Standard  quantity  6. 


No.  1502 
Two  Light 
Width  1 1 1 4  Inches. 
Finish:  Ivory  &  Gold. 
Glass  Colors:  Beige, 
Rose,  Blue,  Green, 
Satin  White. 

Standard  quantity  6. 


No.  10 

Clamp  in  Glass  adapter  shade. 

Width  5  %  Inches.  Colors:  Beige, 

Blue,  Rose,  Green,  Crystal  Satin. 

Standard  quantity  24. 

'V 


No.  710 

Width  lOVi  Inches.  Finish:  Ivory.  Glass 
Colors:  Beige,  Rose,  Blue,  Green, 
Crystal  Satin. 

Standard  quantity  6. 


No.  1603 

Two  Light  —  Width  11 1 4 
Inches.  Finish:  Ivory  <S  Gold. 
Glass  colors:  Satin  White, 
Red,  Blue,  Beige  or  Black  Lined. 
Standard  quantity  6. 


No.  15 

Width  5%  Inches.  Fin¬ 
ishes:  Ivory  or  Chrome. 
Glass  Colors:  Beige, 
Rose,  Blue,  Green, 
Crystal  Satin. 

Standard  quantity  24. 


No.  504 

Two  Light  Width  1 0 1 2 
Inches.  Finish:  Ivory  &  Gold, 
Glass  Colors:  Beige,  Satin 
White,  Blue,  Rose,  Green. 
Standard  quantity  6. 


No.  1203 

Three  Light.  Width  1 1 V4  Inches.  Finish: 
Crome,  Ivory.  Polished  crystal  glass. 
Standard  quantity  12. 


No.  203-V 

Width  12!/2  Inches.  Finish:  Crome  Fire 
Polished  Crystal  Glass.  Standard  quan¬ 
tity  6. 


No.  1204 

Beam  Light.  Finish:  Crome,  Gold  or  Ivory. 
Large  Polished  Crystal  Glass.  Standard 
quantity  12. 


No.  750 

Width  15%  Inches.  Finish: 
Ivory  <S  Gold.  Glassware: 
Beige,  Satin  White,  Blue, 
Rose,  Green.  Standard 
quantity  6. 


No.  1207 

Beam  Light.  Finish,  Crome,  Gold  or  Ivory. 
Polished  Crystal  Glass.  Standard  quan¬ 
tity  12. 


No.  1202 


Two  Light.  Width  11  Vi  Inches.  Finish: 
Crome  or  Ivory.  Polished  Crystal  Glass. 
Standard  quantity  12. 


No.  752 

Two  Light.  Width  11  Vi  Inches.  Finish: 
Ivory,  Spunray,  Silver.  Glassware:  Beige, 
Satin  White,  Rose,  Blue,  Green.  Standard 
quantity  6. 
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PRICE  LIST 

October  1,  1939 


Number 

List 

Number 

List 

10 

.75 

725 

4.95 

15 

1.50 

750 

2.55 

20 

Crystal  or  Amber 

doZ.  > 

4.95 

752 

3.45 

20 

Decorated 

■■  dOO 

7.50 

900 

2.55 

40 

1.65 

1000 

3.00 

100 

3.75 

1001 

2.55 

101 

2.70 

1002 

3.00 

104 

3.00 

1050 

4.50 

105 

2.55 

1170 

Crystal 

2.10 

106 

1.95 

1170 

Satin  White 

2.25 

107 

1.05 

1171 

Crystal 

2.55 

108 

4.50 

1171 

Satin  White 

2.85 

110 

2.70 

1202 

2.10 

111 

1.80 

1203 

2.55 

112 

4.05 

1204 

1.80 

114 

5.85 

1207 

1.05 

115 

7.80 

1302 

2.10 

119 

7.80 

1303 

2.55 

170 

Crystal 

1.35 

1400 

2.40 

170 

Satin  White 

1.50 

1500 

3.00 

171 

Crystal 

1.80 

1502 

4.50 

171 

Satin  White 

2.10 

1550 

3.75 

200 

4.50 

1555 

4.50 

201 

3.75 

1600 

3.75 

202 

5.85 

1602 

6.00 

203 

5.85 

1603 

5.25 

203'V 

5.85 

1800 

2.70 

204 

4.50 

1900 

4.05 

300 

3.00 

1901 

3.00 

301 

1.95 

1905 

5.85 

302 

3.45 

1950 

4.05 

400 

3.60 

1955 

5.85 

401 

2.55 

1970 

7.05 

402 

3.60 

2000 

4.05 

500 

4.95 

2500 

4.50 

501 

3.45 

3007 

7.50 

502 

4.05 

3105 

9.75 

503 

3.45 

4005 

11.85 

504 

5.25 

4007 

10.95 

601 

3.30 

5005 

10.95 

610 

2.55 

5007 

8.85 

650 

2.10 

6007 

8.25 

702 

2.70 

6005 

13.50 

710 

1.95 

6105 

10.50 

711 

1.95 

7001 

3.75 

712 

2.25 

7002 

5.25 

720 

3.75 

7005 

11.85 

721 

5.25 

7007 

10.95 

722 

5.25 

8005 

8.85 

724 

6.75 

8007 

7.95 
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